Approved For Releered HONG AY on Ems odbes 0240007-0 


19 NOV 1975 


MEMORANDUM FOR: Deputy Director of Security (P&M) 
SUBJECT : SRD Productivity Data, October 1975 


1. Attached is a copy of the SRD Statistical Report - FY1976 
covering the period through 31 October 1975. 


2. Monitoring of the SANCA terminal revealed more than 84 
hours of "down" time in October. 


3. During the past month, SRD started a project to identify 
those files in the Office of Security which were created as the result 
of requests from the Office of the Secretary of Defense. Several hundred 
Cases were faenciried in UGlover and tne Losk WITT Cuntinue Uttuuge tlic 
next two months. 


STATINTL 


Chief, 
Security Records Division 
Attachment: 
As Stated 
cc: C/PPG 
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